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CITE FRAN 


_ 09.30Z_26 JUL. .5.6 

INFO BONN MUNI 

RE BONN CABLE TO OEPT .89, >1 -^T 1956. 

rKAn , c c V Tn a ci/ ip £M3 KNEW WHETHER 
, PFF STATES BR.T.SH APPROACHED EMBASSY TO ASK IF E. 

1 ’ HV ' Y ^ toAiv uitm 11 S m47 MEDIUM TANKS 

sn kjArnr ncciSION TO EQUIP NEW FEDREP ARMY WITH U.S. Wf Nt 
GERMANS HAD MADE DECISION tu w 

hitu RR1T1SH CENTURION TANKS. 

OH JULY GENERAL ADOLPH HEUSINGER, GERMAN CH.EF OF STAFF, TOLD 

. j=* n that ger defense dept has decided 

I AND L. * 

- m rAV0R OF ML7 TANKS AND THAT CENTER TANKS V^LD NOT BE PUR«SED BECAUSE 
: SI** INVOLVED ,N REPLACEMENT PARTS FOR - TYPES OF TANKS. 
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